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Sai Steel & Engineering may be a well-known manufacturer and supplier of high- 
quality 15Mo3 steel plates. Our unique 15Mo3 plate series are in great demand within the 
domestic and international markets. These panels are measured in our factory. ., Sturdy 
structure and excellent workmanship. These inserts are suitable for a spread of 
commercial applications. We are ready to manufacture panels of varied sizes, shapes, 
specifications and shapes consistent with customer requirements in accordance with 
international standards. 15Mo3 steel plates are widely utilized in pressure vessels. These 
boards have excellent strength and sturdiness in heat use. 
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These boards are very flexible and sturdy . additionally , they're immune to corrosion in 
aggressive environments with acids and every one sorts of corrosive materials. These 
plates are easy to weld and may be wont to manufacture many sorts of commercial 
equipment. Champak Steel & Engg.Co guarantees that these steel plates have high 
functionality and a extended service life. Champak Steel & Engg.Co produces 15Mo3 steel 
plates under the strict supervision of qualified engineers. we've world-class equipment, 
logistics systems and production facilities. 


All manufacturing processes are administered in strict accordance with standard 
operating procedures. Qualified, experienced and experienced within the production of 
15Mo3 plate . Our ability to supply products to order has helped us attract more 
customers. Our products are famous for his or her beautiful appearance. 


ASTM A204 15MO3 Plates Equivalent Grades 


WERKSTOFF 
STANDARD NR. UNS JIS EN BS GOST 
15MO3 1.5415 - JIS EN 10028- BS 1501 - 


G3115 2 


15Mo3 Plates Specifications 


Thickness : 6mm to 100mm 

Width : 1,500mm to 2,500mm 

Length : 6,000mm to 12,000mm 

Production : Hot-Rolled (HR) / Cold-Rolled (CR) 
Heat Treatment : N, Q+T 

Surface Paint : EP, PE, HDP, SMP, PVDF 


Chemical Composition of 15Mo3 Steel Plates 


Grade C.max Mh. Ss. N Cu Si. P. Cr. Ni. Mo. 
15Mo3 0.12- 0.40- 0.01 | 0.012 | 0.30 | 0.35 | 0.025 | 0.30 | 0.30 | 0.25- 
0.2 0.90 0.35 


Domestic Area 


Mumbai Ahmedabad Bhopal Bikaner Pune 


Delhi Chennai Visakhapatnam Mangalore Nagpur 
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Mumbai Ahmedabad Bhopal 
Bangalore Kolkata Siliguri 
Hyderabad Surat Nashik 
Faridabad Rajkot Aurangabad 
Coimbatore Mysore Salem 
Raipur Bhubaneswar | Bhilai 


Vadodra Kochi 


Bikaner Pune 
Assam Indore 
Cochin Thane 


Bhavnagar Ranchi 
Tirupur Bikaner 


Ankleshwar  Bhiwandi 


Our Export 
Eastern Europe Asia North America Western Europe’ Mid East/Africa 
Australasia Central/South UAE America Portugal 
Spain Indonesia Italy Angola Poland 
Brazil Sri Lanka Russia Chile Singapore 
Oman Venezuela Costa Rica USA Qatar 
Thailand Canada Saudi Arabia = Bahrain Egypt 
Malaysia Turkey Mexico Chine Peru 
United States Nigeria Jordan Kuwait Dubai 
Bangkok Iran Germany UK New Zealand 
Vietnam South Africa Mexico Kazakhstan 
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